This report ter^red by law (7 USC 2143). FaHura to report according to the regulations can 
resull in an order to cease and desist and to be subject to penalties as provided ftx in Section 2150. 


united states department of agriculture 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1 *2te20fli3ReportCanh.lNo 

additional Infformatlon. 01804X>A>AN I 


1. REGISTRATION NO. CUSTOMER NO. 

64-F-0006 969 FORMAPPROVED 

OMB NO. 05794)036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



^ RESEARCH FACILITY (f/ame and Addfass, as ngisterad wiO USDA 

in<Md6 Cocte^ 

USDA. ARS, MID^OUTH AREA 
MID SOUTH AREA 
PO BOX 225 

STONEVILLE. MS 38776 

resun^hlte sang, .«H:Wn 9 . or tt»s. p»nK»,s. Attach ,ddHk«al 


FACILfTY LOCATlONSrates; ' 

See Attached Listing i — ■ 


““D BY OR UNDER CONTROL OF RESEARCH FA CILtTY (Attach addtbnal sheet, fnecesssv or u aa APHIS FORU 7023A ) 

A. I II KlaiinKA#Mf ■ 


A. 


B. Numberof 


Animals Covered 

animals being 
bred. 


By The Animal 

conditioned, or 


Welfare Regulations 

held for use in 



teaching, testing, 
experiments. 



research, or 
surgery but not 
yet used for such 
purposes. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. NoivHuman Primates 


10. Sheep 


11. Pigs 


^Z Other Farm Animals 



. Number of 
animals upon 
M«iich teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relia^ng drugs. 


Number of animals upon 
wNch experimsnts. 
teachifig. research, 
surgery, or tests were 
conducted involving 
accompanymg pain or 
distress to the anlmais 
and for v«tlch appropriate 
anesthetic, maigeslc. or 
tranqulbzlng drugs were 
used. 


E. M«nber of anirnate upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accomp an ying pain or dtetress 
to the eniinals and for which the use of appropriate 
anesthetlc.analge8ic. or tranqullizlng drugs would 
have adversely affected the procedures. rBsutts.or 
interpretation of the taed^ research. 
e)g>erimenls. surgery, or tests. (Anasfilanattonof 
ihapiDi^tMjnsptoduekiQpahordarassinthesa 
and tharaaaons such drugs watB not used 
must be attached to this report) 


total NO. 
OFANMALS 

(Cols.C + 




ASSURANCE STATEMENTS 


2 ) Each principat investigator has considered altemattvea to painfof procedures. 

’ *? e«pMn«d by ihe 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I m m Mi a A^— . . w 


SIGNATURE OF C.E.O. OR ■ ^ ^ 







^TE SIGNED 


L. 





APHIS Form 7023 Site List 


The following sites have been reported by the facility. 



Registration Number: 64-F-0006 

Customer Number: 969 

f'acility: USDA, ARS, MID-SOUTH AREA 

MID SOUTH AREA 
PO BOX 225 

STONEVILLE, MS 38776 
(662) 686-3598 


USDA, ARS. MID-SOUTH AREA 
990 WIRE RD 
PO BOX 952 
AUBURN, AL 36831 



3, REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes Attach additional 
sheets if necessary.) 



USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 


Animals Covered 
By The Anima 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditio r>ed. or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
teats were 
conducted 
Involving no 
pain, distress, oi 
use of pain- 
relieving drugs. 


O. Number ofanimats upon 
which experiments. 
teachir\g, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the anirrials 
and for which approphate 
anestheiic. anaigasic. or 
tranquiilzing drugs wore 
used 


E. Number of animals upon which teachirtg 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals arid for which the use of appropriate 
anesthetic, analgesic, or tranquiilzing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. oxp/anation of 
th» procoduraa producing pain or distraaa in thoaa 
animala and tha raaaona auch drugs wara not used 
must Pa attachad to this raporl) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7, Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Shee 


11., Pigs 


12. Other Farm Animals 


TOTAL NO 
OF ANIMALS 


(Cole. C 

D + E) 




“*® animals Including appropriate use of anesthetic, analgesic, and tranquiilzing drugs, prior to. during 
and following actual research, teachir^, testir^g, surgery, or experimentation were followed by this research facility h •w a p 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specifled and explained by the 
pnnclpal Investigator and approved by the Institutional Animal Caro and Use Committee (lACUC). A summaryof all such excaptlens la attached lo thia annual report In 
addition to idenUfying the lACUC-approved exceptions, this summary includes a brief explanaUon of the exceptions, as well as the species and number of animals affected. 

^ntr^lTare research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 


SIGNATURE 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaily Responsible Institutional Official) 

I cartifi/ thef the ahnue is tnia IT it c ^ 


DATE SIGNED 


APHIS FOR... . 

(AU<3 91) 


trtepiaces vo i-»_»i-«vi ia-ii;y(OL;T os) which is obsolete 

















This report is required by law (7 USC 21 43). Failure to report according to the regulations can See attached form for Interagency Report Control No. 

result In an order to cease and desist and to be subject to penalties as provided for in Section 21! additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 65-R-0001 

CUSTOMER NUMBER: 839 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Mississippi 

125 Old Chemistry 

University, MS 38677 



Telephone; (601) -232-7482 


|3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testirig. or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


|_REPORTj)F A^^LS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheet^^Tecessar^n!is^APHI^Fom^023A) 


A 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
expenments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

I 

0 

0 

0 

n 

7. Hamsters j 

0 

4 

0 

0 

L 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 


mBiiiiii 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

n 

n 






u 

13. Other Animals 





1 

Gerbils 

0 

4 

0 

0 

A 

Mice- 

Jomestic 

louse 

0 

6 

0 

0 

6 

i’lJLCfe: 

L Ll 

Harvest 

0 

19 

0 

0 

19 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to Identifying the lACUC-approved exceptions, this summary Inr 
brief ej^lar^tion of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNA 


DATE SIGNED 



hUiLi 


APHIS FORM 7023 (Replaces VS FORM 1 8-23 (OCT 88). which is obsolete.) 

( AUG 91 ) 































































This report is required by iaw (7 USC 2143). Failure to report according to the regulations can 0 C T 0 9 2003 

result In an order to cease and desist and to be subject to penalties as provided for In Section 21! additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 65-R-0004 
CUSTOMER NUMBER: 953 


Ohir-' 

ro\fio:. 


Interagency Report Controlflo.: 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


University Of Southern Mississippi 
Southern Station, Box 5116 
Hattiesburg, MS 39406 


Telephone: (601) -266-5116 


3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( AtUch additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
. conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced invoMrtg 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( CX>LUMNS 
C + D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9, Non-human Primates 



I 


1 ) Professionalty acceptAbla standards governing the csre, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to. during, and following actual rase 
teaching, testing, surgery, or axperimentation were followed by this research facility. 

2) Each principal investigator has conslderad altematives to painful proceAjres. 

3) This focility Is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
InetitutiorMii Animal Care and Use Committaa (lACUC). A summary of all such exceptions Is attached to this annual rtport In addition to identifying the lACUC-approved exceptions, this summary irx 
brief explanation of the exceptions, as well as the spa^ and number of animals affectad. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the prmnsion of adequate veterinary care and to oversea the adequacy cf other aspecto of animal c» 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNA 


DATE SIGNED 

10/8/03 


APHIS I 

(AUG 91 ) 


















is required by law (7 USC 2143). Failure to report according to the regulations can 
Hesult in an order to cease and desist and to be subject to penalties as provided for in Section 21? 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additionai information. 

1. CERTIFICATE NUMBER: 65-R-01 02 
CUSTOMER NUMBER: 044 


interagency Report Controi No. 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


University Of Mississippi Medical Center 
2500 N. State Street 
Jackson, MS 39216 


Telephone: (601) -984-1385 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets If necessary or use APHIS Form 7023A 1 


Guyton Laboratory Research Bldg. facility locations! sites >- see Atached Listing clinical Science Bldg. 

8th Floor Research Wing 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
invoiving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizir>g drugs were 
used. 


E. Number of animals upon which teaching, expenments. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
expenments. surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURAN CE STATEMENTS 

1 ...nriarri, nnyamlnq lha cam, treatment. andiJte of animals, including appropriate u»e of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual resc 
teaching, testing, surgery, or experimentation were foitowed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the starxJards and regulations be s^ied ^ e^fined by tta pri^l f P 

Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ine 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 





























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
j^esult in an order to cease and desist and to be subject to penalties as provided for in Section 21J 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


UUI U1 2003 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 65-R-0504 
CUSTOMER NUMBER: 1826 


Interagency Report Control No. 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Jackson State University 
PO Box 17095 

Ofc Of Research And Development 
Jackson, MS 39217 


Telephone: (601) -979-2931 


SNORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional s heets If necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A » 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


6. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 



Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invcriwng 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquili 2 ing drugs were 
used. 


E. Nun^r of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



ASSURANCE STATEMENTS 


2) Each principal investigator has considered alternatives to painful procedures. 

Wef explanation of the axcaption., a. wall as the ^ aSSlT "" lACUC-approvad axcaptions, this ««,mary IrS 

4) The attandlno vatarinarian for this ra ««rch facility ha. appropriate authonty to angina the provision of «laquata vatartnary care and to ovarsaa the adequacy of other aspect, of animal care and use, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.ED. OR INSTITUTIONAL OFFICIAI 




TE SIGNED 




( Auu yi ) 









. report If nqiired tjy i««r (7 USC 2143)- Failure (o raporr acoordtng 1o fhe resulttions can 
rMuh Bn order to csmo amj 4kd(8t M io t>e $iAfecr to pen«lti«9 m pro^Med tor ki Seetton 21 50. 


Sm r«von« s)de for 

wKtIionaf InfomwOon. 


UNOBO STATES OEPARUefT OF AGRiCt>l.njR£ 
AWUW. AND PLWrr MCALTH fNSPECnON sewvjce 


1. REG4STRAT10H HO. 

e5-R-0002 


CUSTOMER MO. 
fl37 


{nTtrsoPney ft$(w»T Control ^to 
O^SO-OOAtW 


FORM approved 
0MB NO. 057^-0036 


ANNUAL REPORT OP RESEARCH FACILITY 

(TYPE OR PRINT) 



7. HEAOOUARTERS ReSEJkACH FACtUTY (Nsmo antfAMfBti, «s ^ VSDa, 

Zf? 

MISSISSIPPI STATE UNfVERSrrY 
RO. BOX 6343 
617AaeN HALL 
MfSSlSSWI STATE. MS 39762 
(662)325-3570 


j. REFORTWG FACtUTY <liM afl to«tkjna vwfwrp enknMa Rouaed pr ugetf in acvai fwcftiffg, y q»par k wy a> ioi% or tWtt for toas* pofpoew, ackfittonM 

*?>oca if r»ac*!w»ty.} 


FACHJTY LOCA*nOHS(s494) 


See AltecHed Ustinc 

Mississippi State University 



|R€PO«TOFAJ<mAL8U3EOaVORUW3eRCOMTROLi>FftE3CARCHFAaUTYtArf#cRedtf45boelVwe<5frwc^«a/yof<«eAmSFO«M mM) 

K 

Apintols Covered 

The Ar^mitf 

Waifam ftogutettons 

6- Numtxrrof 
eniTTwie being 
bre<t 

conto'boned, or 
hMd for iite vT 
toechiRfi. taMfing, 
expert toente, 
r«»een:h.Qr 

bgt not 

yet 4j»ed tor *uto 

C. NUtoberof 
•nlmetsiippn . 
vtolcb teeciang. 
reoeerch> 
experitoant*. of 

conducted 
tavoMng no 
patn, a>stoeu, 0 r 
uee of pesn- 
rekeMng cto>Be> 

D. Number of sr^m«l»V 90 n 
wihleh ciperttoente. 
leecMng. reseii'Tsh. 
wjrgery. or resta veye 
conducted invoWng 
SGOonpenylng pein or 
distreM le the enimMe 
•no tor vMch eppropriat* 
enestoedc. enefgetic. or 
^WNyiAlndr>g i^ugs vnere 
used. 

E, Huntoerofenfmatotipci^Mtilci^tMHtol^ 
eipertmente. reieerch. a^rgyy or tem w»e 
conducted involvInQ eocornpartvli^ ptto or dtftrew 
to toe anirreM erto tor wf»ch toe uaie of epptoprtetv 
eneethiFC.enolpeelc, or cranpujOaing dnjga enUd 
turve ei^iereeiy aftootad toe proceduru. reaultt. cr 
loterpretsPon ^ toa taeebtog. research. 
awtoMinantA aurgety. or taeCi. {An9:pl9natior?of 
th9pfOCoekJm»p*oAK^f»ir>or tosPest tn /Peae 
ananaM and fhe reeaeVtf such wears not (Med 

tri^i»*Kactw0t9tN$mpofQ 

fT 

TOTAL NO, 
OFANIKAALS 

(Cela.C« 

D^C) 



4. Doge 


5 Cate 


6. GuineePlO^ 


7. Hamsters 


8. Rabbits 


9. Mofv-Humen Prinwtes 


to. Sheed 


tl.Pifls 


12. Other Farm Animals 


Cattle 


13. Other Artmate 


Goats 


antf foflowing •cftipT (wwch. tMChfog. twttog, v •Kpertfnsnortton wa foeQw«d ^ ttrt r»«Mnh f»dMy' 

2) garii artndpat Rr^taaqator hi Qgrt ik t<n»d attamatfve* to psinfti pffxawturwL 

^ MwwJartip and ixator toe Act and it hw wfintc toM iwcooflcn* to Sw aUndenja pnd rvgiUttom be eoecifted end inptetfied iw toe 

eddftton to WenarjinB to* fM^UC-epprwed eDioapffons, tHa «uiT«nefy toduto* • bftoT totprenatton of toe eicepticna. as woff ee toe epectoe and ntenb*’ of eftocted. 

4J Th»eeen^Nert*rtnartir»fofthto<weTCft('eci«yh«spprop^e»utoof%toerwretoepTON.4wofiid^^ 
eBpecto of ewtieF cere end ua*. 


CERTinCATlON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

I (CbHrf Execiitlv* Officer or Uflalty Responafbla Jrwtituttonal offidal) 

*cwtrfymthealx>vetetruB,0QniectafXt«)mptefe(7U.S.C.Secto __ 

BJONAtllftE OF C.E n f»m«Trn«Tv%u*. Qp^jo^ I MAME * TITl F AcV b "' ■' '——-l-; 


APWS 

/WJ 


ffS FOKM 7023 
AUG 21} 


(ftetoMcee vs FORM 1»3 tOct B0L wteCn M ODVCift* 


fni} GATE aiOMED 

PARTI -HEMKMIART^RS 









































T:i«r«9ortbroqMr«d&ytffvr(7USC2143). Fatfursro reporl ftCCff^ng tothor^guteoo^ 

iRano(xf«r)oc««MftndtfMittftrxt^obesuM«dtopm»«»pf9vkM^'n$«;&on2l^. 


UNrreO STATES DS>ARTWEM7 OF M5WCULTURE 

ANIMW. AW PIANT HEALTH ^^«>^CnON SeiW^ 


CONTINUATION SHEET FOR ANNUAL REPORT 
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A) TNo Bdflodny vaiarVianiA for tNa msaaroh faoiity has approgrtai* au^KTity fo arsm die provtaian ot edaqwK# ve^rtnary care and Id overaea lha adaciuacy of other 
acpe^ of anifTfli cera and uaa. 
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